Message 

From: Graeme Sephton [sephton@admin.umass.edu] 

Sent: 12/16/2010 8:28:47 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.nna.us] 

CC: Lobik Stephen [slobik@facil.umass.edu]; rsimpkiss@ureach.com; Pocsik Mark [mpocsik@facil.umass.edu]; Kevin 

Riordon [kevinr@dietzarch.com] 

Subject: Re: DPH data / tele 

Jim & Steve, 

Thank you for the clarifications. 

One last question, do you need OIT data (or the possibility of it) at 
the phone jacks, or are the departmental jacks the only ones that will 
ever be used? 

Thank you, 

Graeme 


On 12/16/2010 2:10 PM, Lobik Stephen wrote: 

> 

> Graeme and Bob, 

> 

> Attached is a pi an denotingwhere Jim needs data and phone. The actual 

> phone numbers are also 1isted. We will have to pul 1 some ofthedata 

> out it 1ooks like. In some locations neither tele / data are needed. 

> In these cases I would like to 1eave the existing cable in pi ace. Two 

> additional data jacks will be needed. Bob can you instal1 the boxes 

> in the wall or do you want the electrician to? Also I wi 11 need to 

> increase theproposalto cover this work. Jim if there is anything 

> incorrect pi ease 1et me know. 

> 

> Thanks, 

> 

> Stephen 

> 

> 

> «DPH Tel data.pdf>> 

> 

> Stephen Lobik 

> 

> Capital Project Manager 

> 

> Faci1ities & Campus Pianning Division 

> 

> University of Massachusetts 

> 

> (T) 413-545-6516 

> 

> (F) 413-545-3684 

> 

> si obik@faci1.umass.edu 

> 
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